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ITt INFORWA TfeW- 
MEMQRAMDIIM FOR THE MEMBERS OF USCIBt 
Subject: 


Change In Location of the USCIB Executive 
Secretariat, 


1, Oh Friday, 12 June 1953, the USCIB Executive Secre- 
tariat moved to Room 2054, Que Building, Central Intelligence 
Agency. The following mailing address should be used for all 
correspondence, etc,, destined for the Executive Secretary or 
the Chairmen of Standing Conmdttees of the Board: 

Captain R, L, Taylor, USN 
Executive Secretary 
2430 "E" Street, N.W. 

2054 Temp, Que Building 
Washington 25, D.C. 

If appropriate, an attention line may be added, e.g,, "Attn: 
IMTCCM", "Attn: SECCQM", etc. 

2, The Executive Secretary or any of his staff may now 
be reached by telej^one on code 143, extension 3065 or 3066, 

3, The following personnel comprise the Executive Sec- 
retariat as of its establishment at CIA: 


Captain Rufus L. Taylor, USN, Exec. Secretary 

Mr. H. D. Jones, Deputy Exec. Secretary 

LCDR P. J. Karl, USN 

Mrs. Daphne 0. Tucker 

Mr. D, E. Diver 

Miss £. Feather 


Deputy Execu' 



JONES 

Secretary, USCIB 
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